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Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 
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GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 
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SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



01/13/12 


Rilwan Adeduntan 

Assistant District Attorney, Suffolk County 
Dear Mr. Adeduntan, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Annie Dookhan. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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City: Boston D.C.U. Police Dept. 
Officer: P.O. Roseanne Atkins-Tyler 
Def; 


Date Analyzed: OU~ O b- 


■lO 


Amount; 
No. Cont: 


16 Cont: pb 


Subst:SUB 


Date Rec'd: 03/17/2010 
Gross Wt.: 6.05 






Findings: cocCc^oa. 
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DRUG POWDER ANALYSIS FORM 
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# samples tested: 
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Area Percent / Library Search Report 


Information from Data Pile; 

File Name : F:\Q2-2010\System7\04_05_10\708304,D 

Operator : KAC 

Date Acquired : 5 Apr 2010 12:33 

Sample Name : BLANK 

Submitted by : 

vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 708304.D\da(a.ms 



.Ti me- >_2.00 2.50 3.00 3.50 4 .00 4.50 5.00 5.50 6.00 6.50 7.00 7. 50 6.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


708304.D Fri Jan 13 09:19:27 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

P;\Q2-2010\System7\04_05_10\708305.D 
KAC 

5 Apr 2010 12:45 

COCAINE STD 

5 

DRUGS . M 
RTE 


Abundance 
2000000 

1600000 

1000000 

600000 

0^-T-xTn-yT--r-rn-y-r-v-r-T-|-T--vT-r-y-r-r-|^-y-r-v-rT-y-r-r-rT-T-T--r--r-r--f--r--r-v-T-j--r--r-v-T-7--r-r-r-i-('r-rrrfrr 


TtC: 708305.D\data.ms 

4.320 


Time-> 2.00 2.50 3,00 3. 5 0 4 .00 4.50 5.00 5.50 6.00 6,60 7.00 7.60 8.00 8.50 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

4,320 

1987177 

100.00 

100.00 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F;\Q2-2010\System7\04_05_10\708305.D 
KAC 

5 Apr 2010 12;45 

COCAINE STD 

5 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 4.32 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



Abundance 

80 

60 

40 

20 


#29: COCAINE 


42 


0 -... 


55 68 


182 


94 


105 


122 


135 '*66 


nn/z-> 


40 


60 


80 


100 120 140 160 180 


198 


r 


214 


200 220 


244 259 

' I ' * ' ' I ' 

240 260 


272 




303 




280 300 
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Area Percent / Library Search Report 


Information from Data File; 

File Name 

F; \Q2-2010\System7\04 05 10\708306.D 

Operator 

KAC 

Date Acquired 

5 Apr 2010 12:58 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 708306.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


708306.D Fri Jan 13 09:19:37 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q2-2010\System7\04__05_10\708307.D 

Operator : KAC 

Date Acquired ; 5 Apr 2010 13:11 

Sample Name : 

Submitted by ; KAC 
Vial Number : 7 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance TiC: 708307.D\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

3.558 

605062 

13.54 

15.66 

4.326 

3862777 

86.46 

100.00 
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Area Percent / Library Search Report 



Abundance Average of 3.526 to 3.849 min.: 708307.D\data.ms (*) 



Abundance #59447: !midazo[2,1-b]thiazole, 2,3,5.6-tetrahydro-6-phenyl-, (S)- 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q2~2010\System7\0405_10\708307.D 
KAC 

5 Apr 2010 13 :11 


KAC 

7 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 4.33 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance Average of 4,278 to 4.448 min.: 708307.D\data.ms (-) 



Abundance 

80 

60 

40 

20 

0 

m/z-> 


42 


8? 


40 


55 68 


60 


94 


105 


100 


122 

v-Ffl- 

120 


#29: COCAINE 


182 


135 ''6® 


J I—I—1 ! I—j—J 

140 160 


198 


214 


272 


303 


180 200 220 


244 259 

...... -.. —I 1 I I I— 

260 280 300 


- 1-7 

240 


708307 .D 


Fri Jan 13 09:19:43 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 

F:\Q2-2010\System7\04 05 10\708308.D 

Operator ; 

KAC 

Date Acquired ; 

13 ; 23 

Sample Name : 


Submitted by ; 

KAC 

Vial Number ; 

8 

AcquisitionMeth; 

DRUGS.M 

Integrator : 

RTF 


Abundance 

3000000 


TIC: 708308.0\data.ms 

4426 


2000000 


1000000 


0 


3.558 


T 


L 




~r 




~r 


Time-> 2.00 2.50 3.00 3.60 4.00 4.60 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3,558 

640761 

16.37 

19.58 

4.326 

3272483 

83.63 

100.00 


708308.D Fri Jan 13 09:19:48 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2--2010\System7\04__05_10\708308.D 

Operator : KAC 

Date Acquired : 13 : 23 

Sample Name : 

Submitted by ; KAC 

Vial Number ; 8 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMVJ_TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 3.56 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo [2,1-b] thiazole, 2,3,5,6'tet 006649-23--6 98 
Imidazo[2,1-b}thiazole, 2,3,5,6-tet 006649-23-6 98 



Abundance #59447: [midazo(2,1-b]thi3zoie, 2,3,5,6-tetrahydro-6-phenyl-, (S)- 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q2-2010\SyStem7\04_05_10\708308.D 

Operator : KAC 

Date Acquired : 5 Apr 2010 1 3:23 

Sample Name : 

Submitted by : KAC 

vial Number ; 8 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4,33 C;\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.289 to 4.442 min.: 708308.D\data.ms (-) 



tn/z-> 40 60 80 100 120 140 160 _. _180^_20 0 220 240 _260 ..280 300 


Abundance # 29 : COCAINE 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F; \Q2-2010\System7\04 05 10\708309.D 

Operator 

KAC 

Date Acquired 

5 Apr 2010 13:36 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TtC: 708309.DWala.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


708309.D Fri Jan 13 09:20:10 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F;\Q2-2010\System7\04 05 10\708320.D 

Operator 

KAC 

Date Acquired 

5 Apr 2010 15:54 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 , 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 708320.DWata.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


708320.D 


Fri Jan 13 09:20:23 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
Pile Name ; 
Operator ; 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data Pile; 

F:\Q2-2010\System7\04_05_10\708321.D 

KAC 

5 Apr 2010 16;07 

COCAINE STD 

21 

DRUGS.M 
RTE 


Abundance 


TIC: 708321.DWala.ms 


4.320 


2000000 

1SO0000 

1000000 

600000 

0 

Time-> 


*T~~j~~r~T~7 " r ~r 'T'T~T~~f-|~'r~T~T'T - | " T'T "r --T~~]~~r'T~l T'7 " i "r ' y T'T " r "T '] " T " r " T " T " Y'T' 7"r -i — |r~ T"r ~ T ~ v 

2.00 2.50 3.00 3.5 0 4.00 4.50 5.0 0 S .SO 6.00 6.5 0 7.0 0 7 .50 8.00 8 . 50 9 . 00 9,60 


Ret. Time 

Area 

Area % 

Ratio % 

4.320 

2273132 

100.00 

100.00 


708321.D Fri Jan 13 09:20:27 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q2-2010\System7\04_05_10\708321.D 

Operator : KAC 

Date Acquired : 5 Apr 2010 16:07 

Sample Name ; COCAINE STD 

Submitted by : 

Vial Number : 21 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; G:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.32 C:\Database\SLI,L 

COCAINE 000050-36-2 99 



Abunctance #29: COCAINE 
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